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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 07416 060954Z 
ACTION EUR- 12 

INFO OCT-01 ISO-00 EB-07 /020 W 

067504 060958Z/20 

R 060950Z JUL 77 
FM AMEMBASSY BRUSSELS 
TO USDOC WASHDC 
INFO USMISSION NATO 
SECSTATE WASHDC 0672 

UNCLAS BRUSSELS 07416 

E.O. 11652: N/A 
TAGS: BEXP, BTIO, BE 

SUBJECT: TRADE OPPORTUNITY: NATO TENDER: SUPPLY OF FILTERS FOR 
AIR CONDITIONING INSTALLATIONS. 

. 1. 423/01/T-033 

2 . - 

3. lUYTTENHOVE 

4. 423 BELGIUM 

5. N 

6A. REPLY TO - 
6B. - 
6C. NATO 

HEAD OF GENERAL SERVICES 
B-1110 BRUSSELS, BELGIUM 

7. IFB 1977/29 

8. 08/27/1977 

9. 202 

10. DESCRIPTION. 

3564543-0000. FILTERS FOR AIR-CONDITIONING INSTALLATIONS. 

A) 150 FILTERS IN CASSETTE FORM,610 X 610 X 508 MM; 

CAPACITY 2,500 TO 2,600 CU.M. PER HOUR. 

B) 40 FILTERS IN CASSETTE EORM, 610 X 320 X 508 MM; 

CAPACITY 1,200 TO 1,300 CU.M. PER HOUR. 

C) 180 EILTERS IN W SACK FORM, 508 X 508 X 508 MM WITHOUT 
UNCLASSIFIED 
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FRAMES. CAPACITY 3,300 TO 3,500 CU.M. PER HOUR. 

1 1 . PROJECT FINANCED BY NATO. BID DOCUMENTS BEING AIR MAILED. 
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